Motion 
78-2-1 


Present: 


CONCORDIA UNIVERSITY 
Faculty of Engineering 
Minutes of Meeting No. 78.2 
of the 
Engineering Faculty Council 
held 
Friday, 17 February 1978 


J.C. Giguere (Acting Chairman and Secretary); Professors 
Antoniou, Bhargava, Habashi, Joly, Lindsay, Mattar, Sankar, 
Soda, Stefanovic, Vidyasagar, Xistris; Ms Z. Jirkowsky 
(Library representative); Messrs Kofman, Gladstone and 
Chockalingam (Student representatives) 


Absent with apology: Professors Swamy, Fazio, Krantzberg, Pekau, 


Visitors: 


We 


2. 


4. 


Troitsky 
Ms A. O'Brien; Professor H.J. McQueen 


Council unanimously adopted a motion to approve the published 
agenda with the addition of item 


7.1 Appointment of faculty to panel for ad hoc committee 
on course evaluation 


Council unanimously adopted a motion to approve the minutes of 
Meeting 78.1, subject to the inclusion of Professor Antoniou 
among those present. 


It was suggested that the graduate student representative be 
listed separately from the undergraduate student representatives 
on the attendance list. 


Bookstore 


The Assistant Dean noted that he had met with representatives 
of the bookstore. He advised that textbook orders will hence- 
forth be handled by a single person in his office. Similarly 
a single person will handle orders for Engineering and 
Computer Science within the bookstore. It is hoped that pre- 
registration figures might be used as a factor in updating 
numbers of books to be ordered. 


Report of ad hoc committee on Course Evaluation 


Reactions of departments and the Executive Committee to the 
proposals set out in Doc. 78-2-2 were presented. The Mechanical 
Engineering Department and the Executive Committee felt that 
item 5 of the Aims and Objectives section was unnecessary, as 


M78~-2.2 


the Faculty has always considered teaching to be of fundamental 
importance. In response, it was noted that as this was no- 
where stated explicitly, the ad hoc committee wished to ensure 
that this would be the case in future. There was general 
approval of the questionnaire. The Electrical Engineering 
Department noted that it approved of the procedures proposed 
to eliminate "frivolous responses". Al] speakers agreed that 
the use of the evaluation should be made mandatory, and the 
results transmitted to the chairmen. Otherwise, circulation of 
the results should be limited as proposed in the report. It 
was noted that a primary function of the evaluation was to 
provide a basis for professors to improve the content and 
presentation of their courses. 


Prof. Xistris suggested that Council proceed in the first 
instance to consider adopting the questionnaire itself before 
dealing with other issues. 


A quorum count was called. It was discovered that the quorum did 
not exist. 


